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14 September 1964 


MEMORANDUM FOR: President, GEHA Board 


SUBJECT : DD/S&T Nominees for GEHA Board 


The names appearing below represent DD/S&T nominees 
for the next GEHA Board election: 
Mr. Joseph Becker (OCS) 


STATINTL 


Asgistant Director, 
Computer Services 


cc: Executive Officer, DD/S&T 
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DD/S 64-5286 


8 October 1964 


MEMORANDUM FOR: Director of Personnel 


SUBJECT : GEHA Board of Directors 


The Deputy Director for Support has nominated | STATINTL 


STATINTL [___]to fit the unexpired term of[ pm the STATINTL 


GEHA Board of Directors. 
STATINTL 


Executive Officer to the 
Deputy Director for Support 
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DD/S 64-5334 


13 OCT 1964 


MEMORANDUM FOR: Director of Personnel 


SUBJECT : GEHA, Inc. 


As the DD/S representative on the Nominating Committee to present 
a slate of candidates to the Board of Directors for the GEHA January 1965 
election, the following names are submitted: 
STATINTL Deputy Director of Security 
Deputy Director of Logistics 


+8 . 7 Deputy Director of Personnel 
[M4 


Executive Officer to the 
Deputy Director for Support 
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